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Accuracy Considerations in the Use of Tuned-Circuit Wavemeters 
Charles E. Worthen (August, 1930) 


Amplifier, Audio for the Laboratory, An 
Arthur E. Thiessen (April, 1930) 


Amplifier Design, Direct-Current 
Charles E. Worthen (June, 1929) 


Amplifiers, Gain in and Other Networks 
Arthur E. Thiessen (December, 1929) 


Amplifiers, Production Testing of Audio-Frequency 
Arthur E. Thiessen (June, 1929) 


Arguimbau, L. B. 
Low-Frequency Oscillator, A (October, 1929) 


Stroboscopic Frequency Meter, A (November, 1930) 


. Attenuation Measurements on Telephone and Telegraph Lines 


J. W. Horton (February, 1931) 


Audio Amplifier. for the Laboratory, An 
Arthur E. Thiessen (April, 1930) 


Audio Frequencies, a Rectifier-type Meter for Power Output 


Measurements at : 
John D. Crawford (July-August, 1929) 


Audio Oscillator, a Tuning-Fork 
Charles E. Worthen (April, 1930) 


Beat-Frequency Oscillators 
Charles T. Burke (May, 1931) 


Bousquet, A. G. 
Uses for Plugs and Jacks in the Laboratory (December, 


1930) 


Broadcast Transmitters, Modulation Measurements on 
W. N. Tuttle (March, 1931) 
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Burke, Charles T. 
Beat-Frequency Oscillators (May, 1931) 


General Order 106 (April, 1931) 


Importance of Mutual Conductance in Testing Vacuum 
Tubes, The (July-August, 1929) 


Radio-Frequency Driver for the Service Laboratory, A 
(September, 1929) 


Simplified Sensitivity Measurements for the Radio 
Service Man (August, 1930) 


Standard-Signal Method of Measuring Receiver Char- 
acteristics, The (March, 1930) 


Camera, Continuous-Film for the Oscillograph, A 
Horatio W. Lamson (April, 1931) 


Capacitance Bridge, An Equal-Arm 
Robert F. Field (January, 1930) 


Cardiotachometer 
Unsigned (February, 1931) 


Clapp 9 James K. 
Frequency Stability of Piezo-Electric Monitors, The 


(October, 1930) (November, 1930) 


Improving the Precision of Setting in a Tuned-Circuit 
Wavemeter (September, 1929) 


Simplified Inductance Calculations (February, 1931) 


Clocks, Synchronous Motor-Driven 
Harold S. Wilkins (October, 1930) 


Communication Circuits, Notes on Power Measurement in 
John D. Crawford (October, 1929) (November, 1929) 


Concensers, Straight-Line Wavelength, Straight-Line Frequency, 


and Straight-Line Capacitance 
John D. Crawford (March, 1930) 


Continuous-Film Camera for the Oscillograph, A 
Horatio W. Lamson (April, 1931) 


Continuous Recording of Pulse Rates, The 
Horatio W. Lamson (July, 1930) 


Crawford, John D. 
Notes on Power Measurement in Communication Circuits 


(October, 1929) (November, 1929) 
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Crawford, John D. (Cont'd.) 
Precision Frequency Measurements (March, 1931) 


Rectifier-Type Meter for Power Output Measurements 
at Audio Frequencies, A (July-August, 1929) 


Straight-Line Wavelength, Straight-Line Frequency, 
and Straight-Line Capacitance Condensers (March, 1930) 


Useful Secondary Frequency Standard, A (April, 1931) 


Direct-Current Amplifier Design 
Charles E. Worthen (June, 1929) 


Dynatron, The 
Charles E. Worthen (May, 1930) 


Electrical Communication, Television: A Comparison with Other 
Kinds of 


J. W. Horton (December, 1929) 


Electrically-Driven Tuning Forks 
Horatio W. Lamson (September, 1930) 


Electron Oscillations 
Eduard Karplus (May, 1931) 


Equal-Arm Capacitance Bridge, An 
Robert F. Field (January, 1930) 


Fader, How and Why the 
Horatio W. Lamson (July-August, 1929) 


Field, Robert F. 
Equal-Arm Capacitance Bridge, An (January, 1930) 


Field-Intensity Measurements (January, 1931) 


Field-Intensity Measurements 
Robert F. Field (January, 1931) 


Frequency Meter, a Stroboscopic 
L. B. Arguimbau (November, 1930) 


Frequency Stability of Piezo-Electric Monitors, The 
James K. Clapp (October, 1930) (November, 1930) 


Frequency Standard, a Useful Secondary 
John D. Crawford (April, 1931) 


Gain in Amplifiers and Other Networks 
Arthur E. Thiessen (December, 1929 








General Order 106 
Charles T. Burke (April, 1931) 


Horton, J. W. 
Attenuation Measurements on Telephone and Telegraph 


Lines (February, 1931) 


New Home of the Engineering Department, The (December, 
1930) 


Television: A Comparison with Other Kinds of Elec- 
trical Communication (December, 1929) 


How and Why the Fader 
Horatio W. Lamson (July-August, 1929) 


Importance of Mutual Conductance in Testing Vacuum Tubes, The 
Charles T. Burke (July-August, 1929) 


Improving the Precision of Setting in a Tuned-Circuit Wavemeter 
James K. Clapp (September, 1929) 


Inductance Calculations, Simplified 
James K. Clapp (February, 1931) 


Karplus, Eduard 
Electron Oscillations (May, 1931) 


Lamson, Horatio W. 
Continuous-Film Camera for the Oscillograph, A 
(April, 1931) 
Continuous Recording of Pulse Rates, The (July, 1930) 
Electrically-Driven Tuning Forks (September, 1930) 
How and Why the Fader (July-August, 1929) 


Low-Frequency Oscillator, A 
L. B. Arguimbau (October, 1929) 


Measurement, Notes on Power in Communication Circuits 
John D. Crawford (October, 1929) (November, 1929) 


Measurements, Attenuation on Telephone and Telegraph Lines 
J. W. Horton (February, 1931) 


Measurements, Field-Intensity 
Robert F. Field (January, 1931) 


Measurements, Modulation on Broadcast Transmitters 
W. N. Tuttle (March, 1931) 
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Measurements, Precision Frequency 
John D. Crawford (March, 1931) 


Measurements, a Rectifier-Type Meter for Power Output at Audio 


Frequencies 
John D. Crawford (July-August, 1929) 


Measurements, Simplified Sensitivity for the Radio Service Man 
Charles T. Burke (August, 1930) 


Measuring Receiver Characteristics, the Standard-Signal Method of 
Charles T. Burke (March, 1930) 


Modulation Measurements on Broadcast Transmitters 
W. N. Tuttle (March, 1931) 


Monitors, the Frequency Stability of Piezo-Electric 
James K. Clapp (October, 1930) (November, 1930) 


Mutual Conductance, the Importance of in Testing Vacuum Tubes 
Charles T. Burke (July-August, 1929) 


Networks, Gain in Amplifiers and Other 
Arthur E. Thiessen (December, 1929) 


New Home of the Engineering Department, The 
J. W. Horton (December, 1930) 


New Testing Instruments for the Radio Service Laboratory 
Unsigned (June, 1929) 


Non-Polar Relay, A 
Unsigned (November, 1929) 


Notes on Power Measurement in Commnication Circuits 
John D. Crawford (October, 1929) (November, 1929) 


Oscillator, a Low-Frequency 
L. B. Arguimbau (October, 1929) 


Oscillator, a Tuning Fork Audio 
Charles E. Worthen (April, 1930) 


Oscillators, Beat-Frequency 
Charles T. Burke (May, 1931) 


Oscillators, Temperature Control for Piezo-Electric 
Unsigned (November, 1929) 


Oscillograph, a Continuous-Film Camera for the 
Horatio W. Lamson (April, 1931) 








Piezo-Electric Monitors, the Frequency Stability of 
Jemes K. Clapp (October, 1930) (November, 1930) 


Piezo-Electric Oscillators, Temperature Control for 
Unsigned (November, 1929) 


Piezo-Electric Quartz Plates 
Charles E. Worthen (February, 1930) 


Power-Level Indicators 
Arthur E. Thiessen (May, 1930) 


Precision Frequency Measurements 
John D. Crawford (March, 1931) 


Precision Wavemeter 
Unsigned (February, 1931) 


Production Testing of Audio-Frequency Amplifiers 
Arthur E,. Thiessen (June, 1929) 


Radio-Frequency Driver for the Service Laboratory, A 
Charles T. Burke (September, 1929) 


Radio Service Laboratory, New Testing Instruments for the 
Unsigned (June, 1929) 


Receiver Characteristics, the Standard-Signal Method of Meas- 
uring 
Charles T. Burke (March, 1930) 


Rectifier-type Meter for Power Output Measurements at Audio 


Frequencies, A 
John D. Crawford (July-August, 1929) 


Relay, a Non-Polar 
Unsigned (November, 1929) 


Service Laboratory, a Radio-Frequency Driver for the 
Charles T. Burke (September, 1929) 


Service Man, Simplified Sensitivity Measurements for the Radio 
Charles T. Burke (August, 1930) 


Simplified Inductance Calculations 
James K. Clapp (February, 1931) 


Simplified Sensitivity Measurements for the Radio Service Man 
Charles T. Burke (August, 1930) 


Standard-Signal Method of Measuring Receiver Characteristics, 
The 
Charles T. Burke (March, 1930) 











Straight-Line Wavelength, Straight-Line Frequency, and 
Straight-Line Capacitance Condensers 
John D. Crawford (March, 1930) 


Stroboscopic Frequency Meter, A 
L. B. Arguimbau (November, 1930) 


Superheterodyne 
Unsigned (February, 1931) 


Synchronous Motor-Driven Clocks 
Harold S. Wilkins (October, 1930) 


Telephone and Telegraph Lines, Attenuation Measurements on 
J. W. Horton (February, 1931) 


Television: A Comparison with Other Kinds of Electrical Com- 
munication 
J. W. Horton (December, 1929) 


Temperature Control for Piezo-Electric Oscillators 
Unsigned (November, 1929) 


Thermocouples 
Unsigned (May, 1931) 


Thiessen, Arthur E. 
Audio Amplifier for the Laboratory, An (April, 1930) 


Gain in Amplifiers and Other Networks (December, 1929) 


Production Testing of Audio-Frequency Amplifiers 
(June, 1929) 


Uses of Power-Level Indicators (May, 1930) 


Tuned-Circuit Wavemeters, Accuracy Considerations in the Use of 
Charles E. Worthen (August, 1930) 


Tuning-Fork Audio Oscillator, A 
Charles E. Worthen (April, 1930) 


Tuning-Forks, Electrically-Driven 
Horatio W. Lamson (September, 1930) 


Tuttle, W. N. 
Modulation Measurements on Broadcast Transmitters 
(March, 1931) 


Useful Secondary Frequency Standard, A 
John D. Crawford (April, 1931) 








Uses for Plugs and Jacks in the Laboratory 
A. G. Bousquet (December, 1930) 


Uses of Power-Level Indicators 
Arthur E. Thiessen (May, 1930) 


Volume Controls 
Unsigned (February, 1931) 


Wavemeter, Improving the Precision of Setting in a Tuned-Circuit 
James K. Clapp (September, 1929) 


Wavemeter, Precision 
Unsigned (February, 1931) 


Wavemeters, Accuracy Considerations in the Use of Tuned-Circuit 
Charles E. Worthen (August, 1930) 


We Celebrate a Birthday 
Unsigned (June, 1930) 


Wilkins, Harold &. 
Synchronous Motor-Driven Clocks (October, 1930) 


Worthen, Charles E. 
Accuracy Considerations in the Use of Tuned-Circuit 
Wavemeters (August, 1930) 
Direct-Current Amplifier Design (June, 1929) 
Dynatron, The (May, 1930) 
Piezo-Electric Quartz Plates (February, 1930) 


Tuning-Fork Audio Oscillator, A (April, 1930) 
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